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NARA RG104, Entry 1, Box 125 


[Abstract:] Sweeps from the Deposit Melting Room to be regarded as Surplus Bullion... 126 
EOL. 


Treasury Department, 
Bureau of the Mint, 
Washington, D.C., 
January 26, 1882 


A. Loudon Snowden, Esq. 
Supt. U.S. Mint, 
Philadelphia, Pa. 


Sir: - 


In reply to your letter of the 25th instant in relation to using sweeps from deposit melting 
room for the purpose of offsetting loss occasioned by sale of sweeps, you are hereby instructed 
to regard the sweeps from the deposit melting room as surplus bullion to be used for the purpose 
named above. 


I would say incidentally that the value of the silver in sweeps, silver of deposit melting 
room or of the operative officers, or of the silver in any surplus bullion recovered, may, as a 
matter of convenience, be calculated and entered in the accounts at $1. — per standard ounce, 
being about the average cost of silver at present in your accounts, and you are hereby instructed 
to use this valuation in calculating their value. 


Very respectfully, 
Horatio C. Burchard 
Director. 


